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1 Preface 


Dear customer, Thank you very much for purchasing this product made by OPTIMUM. 


Please note. The arbor press is not a machine in the sense of the Machinery Directive. This 
product is powered only by the human hand. An declaration of conformity of the arbor press 
according to valid European directives is not possible, since the arbor press is neither a toy, 
electrical appliance, machine, medical device, elevator, or a personal protective equipment. 


Nevertheless, as a user, you must observe these operating instructions to ensure safe commis- 
sioning and operation! 


Damages caused by the disregard of this user manual are not subject to warranty. The dealer 
will not accept liability for any resulting defects or problems. 


1.1 Intended use 


The arbor press is suitable for pressing or ejection operations. Applying stronger forces by 
using additional levers is not allowed. 

If the arbor press is used in any way other than described above, or modified without the 
approval of Maschinen Germany GmbH, then the arbor press is being used improperly. 

We will not be held liable for any damages resulting from any operation which is not in accord- 
ance with the intended use. 


We expressly point out that the guarantee will expire, if any constructive, technical or proce- 
dural changes are not performed by the company Optimum Maschinen Germany GmbH. 
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2 Technical specification 
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A B C D E F G H | J K 
DDP10 25 340 95 285 270 25 240 20 130 16 16 
DDP20 32 450 120 395 430 32 345 25 170 40 24 
mm 
DDP30 38 600 150 545 455 38 455 32 205 42 28 
DDP50 50 852 205 785 650 50 647 30 280 40 28 
L M N (0) R S T U V 
DDP10 16 28 18 @ 10 100 180 410 42 16 
DDP20 24 24 25 Ø 13 170 235 680 55 18 
mm 
DDP30 28 28 25 Ø 13 260 260 850 70 21 
e DDP50 18 68 35 Ø 16 500 345 1300 100 30 
N 
m 
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DDP10 15 

DDP20 33 
kg 

DDP30 55 

DDP50 140 


2.1 Force effect 


DDP10 DDP20 DDP30 DDP50 


392.4 N 589 N 392.4 N 589 N 392.4 N 589 N 392.4 N 589 N 
Hand power F1 
40 kg 60 kg 40 kg 60 kg 40 kg 60 kg 40 kg 60 kg 


Length of the 


S1 305 mm 405 mm 540 mm 850 
lever arm 


Force effect F2 7480 N 11220 N 8364 N 12555 N 7705 N 11566 N | 10251N | 15372 N 
763 kg 1143 kg 853 kg 1280 kg 786 kg 1179 kg 1045kg | 1567 kg 


3 Set-up and assembly 


WARNING! 


An insufficiently fixed arbor press can tip over. 


Note that the lever operation creates an additional risk of tipping. The arbor press must 
therefore be fixed. On the rear side there are recesses to fix the arbor press. 


3.1 Change information operating manual 


Chapter Short summary new version number 


modified base 1.0.4 
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Drehdornpresse - Arbor press - Ersatzteilliste - Spare part list 
; Menge Artikelnummer 
8 Bezeichnung Description 
a Qty. Item no. 
DDP10 DDP20 DDP30 DDP50 
1 Gusskörper Casting 1 0335901001 | 0335902001 | 0335903001 | 0335901501 
2 Label Label 1 0335902002 
3 Positionsplatte Position plate 1 0335900101 | 0335900201 | 0335900301 | 0335900501 
4 Hebelstange Lever rod 1 0335900104 | 0335900204 | 0335900304 | 0335901504 
5 Knopf Knob 2 0335900105 | 0335900205 | 0335900305 | 0335901505 
6 Ritzel Pinion 1 0335900105 | 0335900205 | 0335900305 | 0335901506 
7 Platte Plate 1 0335900112 | 0335900212 | 0335903007 | 0335901507 
8 Spannplatte Plate 1 
9 Gewindestift Grub screw 3 
10 Stößel Ram 1 0335900106 | 0335900206 | 0335900306 | 0335901510 
11 Inbusschraube Hexagon socket screw 4 
12 Sechskantschraube Hexagon screw 1 
13 Zylinderstift Cylindrical pin 1 6x20 6x20 6x20 6x20 
14 Inbusschraube Hexagon socket screw 4 
15 Stahlkugel Steel ball 1 0335900115 | 0335900215 | 0335900315 | 0335901515 
16 Feder Spring 1 0335902016 | 0335902016 | 0335902016 | 0335901516 
17 Gewindestift Grub screw 1 0335900317 


Ersatzteilzeichnung - Spare parts drawing DDP DE|EN 


Version 1.0.4 - 2023-07-13 Originalbetriebsanleitung 5 


MASCHINEN - GERMANY 


DE|EN DDP 
6 


Originalbetriebsanleitung 


DDP_parts.fm 


Ersatzteilzeichnung - Spare parts drawing 


Version 1.0.4 - 2023-07-13 


